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Background and Purpose To estimate clinical roles of 18 F-fluorodeoxyglucose (FDG) positron 
emission tomography (PET) versus angiography and ultrasonography in carotid plaque charac- 
terization. 

Methods We characterized two groups of patients with recently (<1 month) symptomatic (n=\4; 
age=71.8±8.6 years, mean±SD) or chronic (n=\3, age=68. 9+9.0 years) carotid stenosis using a 
battery of imaging tests: diffusion magnetic resonance (MR) imaging, MR or transfemoral angi- 
ography, duplex ultrasonography (DUS), and carotid FDG-PET/computed tomography. 

Results The degree of angiographic stenosis was greater in patients with recently symptomatic 
carotid plaques (67.5±21.5%) than in patients with chronic carotid plaques (32.4±26.8%, 
/?=0.001). Despite the significant difference in the degree of stenosis, lesional maximum standard- 
ized uptake values (maxSUVs) on the carotid FDG-PET did not differ between the recently 
symptomatic (1.56+0.53) and chronic (1.56+0.34, p=0.65) stenosis groups. However, lesional-to- 
contralesional maxSUV ratios were higher in the recently symptomatic stenosis group 
(113±17%) than in the chronic stenosis group (98±10%,/?=0.017). The grayscale median value of 
the lesional DUS echodensities was lower in the recently symptomatic stenosis group 
(28.2±10.0, n=9) than in the chronic stenosis group (53.9±14.0, n=8; /?=0.001). Overall, there 
were no significant correlations between angiographic stenosis, DUS echodensity, and FDG-PET 
maxSUV. Case/subgroup analyses suggested complementarity between imaging modalities. 

Conclusions There were both correspondences and discrepancies between the carotid FDG-PET 
images and DUS or angiography data. Further studies are required to determine whether FDG- 
PET could improve the clinical management of carotid stenosis. J Clin Neurol 2013;9:176-185 

Key Words carotid plaque, FDG-PET/CT, angiography, ultrasonography, molecular imaging, 
atherosclerosis. 



Introduction 

Stroke is a major cause of death and disability, 1 and carotid 
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atherosclerosis is an important cause of stroke, accounting 
for 25-50% of ischemic stroke. 2 4 Atherosclerosis is a diffuse 
systemic disease with a long asymptomatic interval before 
sudden, and often catastrophic, clinical presentation with isch- 
emic symptoms. Some atherosclerotic plaques are prone to 
rupture, thereby causing sudden thromboembolic vascular oc- 
clusion, while others are clinically silent. 5 " 7 
Given the high prevalence of silent atheorosclerosis in the 
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general population, there is a pressing need for imaging tools 
to help identify those patients who will be undergoing plaque 
rupture, and thus who may benefit from primary or secondary 
preventive interventions such as carotid endarterectomy or st- 
enting. 4 Conventional imaging methods, such as X-ray angi- 
ography and duplex ultrasonography (DUS), have limited abi- 
lities to detect the 'morphologic' characteristics of plaque vu- 
lnerability such as ulceration, a large lipid necrotic core, and 
a thin fibrous cap. 3,4,8,9 Moreover, these anatomy-based imag- 
ing modalities cannot define the 'molecular' features of vul- 
nerable plaques, particularly the infiltration of inflammatory 
cells, 1011 such as macrophages that secrete matrix-disorganiz- 
ing proteolytic enzyme, 51213 into the plaque. 18 F-fluorodeoxy- 
glucose (FDG), a radio-labeled glucose analogue, is known to 
accumulate in macrophage-rich areas of plaques. Many clini- 
cal studies have demonstrated that vessels harboring athero- 
sclerotic plaques exhibit a higher FDG positron-emission to- 
mography (PET) signal than unaffected vessels, 14 " 16 suggesting 
that the molecular imaging tool has strong potential to detect 
vulnerable plaques in routine clinical practice. 5 ' 811 ' 1317 

It has been shown that spontaneous changes in plaque FDG 
uptake are low over a period of a few weeks. However, the 
pattern of FDG uptake may change more significantly over 
longer periods of time such as several months. 18 There is clini- 
cal and histological evidence that atherosclerotic plaques un- 
dergo periods of active inflammation and periods of quies- 
cence. 619 This natural fluctuation of inflammation should be 
considered when FDG vascular imaging is used as a means of 
predicting clinical events in high-risk individuals. 18,20 " 22 How- 
ever, there have been only few carotid FDG-PET studies 17 fo- 
cusing on acute/subacute periods of 'carotid-origin embolic 
cerebral infarction'. Moreover, the clinical utility of FDG-PET 
as a stand-alone technique has not been clearly established 
given that prior studies have shown that 1) not all symptom- 
atic plaques are highlighted, 21 " 23 2) some asymptomatic 
plaques exhibit marked FDG uptake, 14,23 and 3) FDG uptake 
could be similar between carotid plaques and unaffected con- 
tralateral arteries. 22 

Together these findings prompted us to investigate the po- 
tential clinical roles of carotid FDG-PET computed tomogra- 
phy (CT) in plaque characterization, performed within 4 weeks 
from the onset of carotid-origin embolic stroke, by analyzing 
the correspondences and discrepancies between the FDG-PET 
images and DUS or angiography data. Patients with chronic 
carotid stenosis were enrolled as controls. 

Methods 

Written informed consent was obtained from all subjects, and 
this study was approved by the Institutional Review Boards of 



the Dongguk University Ilsan Hospital (DUIH), Korea. 
Patients 

We studied 27 patients (age=70.4±9.1 years, mean±SD; 17 
males) who were admitted to the DUIH Stroke Center from 
July 2006 to July 2009 with either recent (<1 month) carotid 
embolic stroke or chronic carotid stenosis. All of the patients 
underwent carotid FDG-PET/CT and systemic investigations, 
including assessment of ischemic cerebral events, vascular risk 
factors, and other routine laboratory tests. The recently symp- 
tomatic stenosis group comprised 14 patients who had 1) evid- 
ence of acute embolic cerebral infarction on diffusion-weight- 
ed magnetic resonance (MR) imaging (MRI), 2) ipsilateral ex- 
tracranial carotid stenosis without intracranial artery stenosis 
on MR angiography, 3) no evidence of cardioembolic sources 
on transthoracic electrocardiography, 24-h Holter monitoring, 
and echocardiography, and 4) undergone carotid FDG-PET/ 
CT within 4 weeks of the stroke onset (median, 9 days; inter- 
quartile range, 3-19 days). Contrast-enhanced MR angiogra- 
phy (h=26) or DUS (h=25) was performed in most patients. 
Conventional angiography data were available for 14 patients, 
most of whom were treated with carotid stenting (w=12). The 
chronic stenosis group comprised 10 patients with asymptom- 
atic carotid plaques on angiography or DUS; MRI was per- 
formed in these patients to ascertain the silent lesion; in three 
patients there was a chronic plaque that had been associated 
with stroke (2, 4, and 72 months prior, respectively). 

DUS 

Duplex ultrasonography was performed in 25 patients (13 
with recently symptomatic stenosis and 12 with chronic ste- 
nosis) according to a previously described standardized pro- 
tocol. 27 Patients were examined in the supine position with 
their head slightly elevated and the neck extended. All images 
were obtained using a Vivid 7 ultrasound scanner (General 
Electric, Horten, Norway) with a high-resolution, 7.5-MHz 
linear-array transducer. Longitudinal and transverse scans of 
the entire common carotid artery (CCA) were obtained from 
the clavicle to the carotid bifurcation. Longitudinal and trans- 
verse scans of the internal carotid arteries (ICAs) and the ex- 
ternal carotid arteries were then also obtained from the carotid 
bifurcation to their disappearance beyond the angle of the ma- 
ndible. Ultrasonographic data of representative segments and 
any suspicious pathology were stored for later inspection and 
reevaluation. 

Ultrasonographic plaque characterization 

Computer-assisted measurement of the overall (Fig. 1 A) pla- 
que echodensity was performed as described previously, 24 wh- 
ereby the median of the frequency distribution of grayscale va- 
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Fig. 1. FDG-PET/CT, angiography, and ultrasonography in carotid plaque characterization: study methods (A) and results (B-F). The box 
plots show the median as a horizontal line within the box, upper and lower quartiles as the upper and lower limits of the box, and the largest 
and smallest values as whiskers. The p values were obtained using the Mann-Whitney test (B, C and D) or Spearman's correlation (E and 
F). GSM: grayscale median, maxSUV: maximum standardized uptake value. 



lues of the pixels within the plaque [grayscale median (GSM)] 
was measured. The histogram facility and 'Curves' option of 
Adobe Photoshop (San Jose, CA, USA) were used to normal- 
ize images, after which two reference points-blood and ad- 
ventitia-were set to have GSM values of 0-5 and 185-195, res- 
pectively. 

FDG-PET/CT image acquisition 

FDG-PET/CT was performed using a GEMINI 16 power PET/ 
CT scanner (Philips Medical Systems, Cleveland, OH, USA). 
After overnight fasting, each patient received an intravenous 
administration of FDG (body weightx0.14 mCi) and then 
rested for 60 minutes. No patient had a glucose level of 200 
mg/dL or higher. The head and neck were placed in a head 
holder, and noncontrast CT images were taken from the skull 
base to the clavicle (120 kVp; 250 mAs; pitch, 0.813; tube ro- 
tation speed, 0.5 s; slice thickness, 5 mm; field of view, 600 
mm; and matrix, 512x512 pixels), and were used for anato- 
mic co-registration with the FDG-PET images. The carotid 
FDG-PET images were acquired in 2D mode for 10 minutes 



(field of view, 576 mm). After FDG-PET scanning, contrast- 
enhanced CT and CT angiography were performed (120 kVp; 
250 mAs; pitch, 0.938; tube rotation speed, 0.75 s; slice thick- 
ness, 1 mm; field of view, 250 mm; and matrix, 512x512 pix- 
els) after the intravenous injection of 80 mL of iomeprol (Brac- 
co, Milan, Italy) at a speed of 5 mL/s. 

FDG-PET/CT image analysis 

The FDG-PET and CT images (Fig. 1A) were co-registered 
on a workstation (Sun Microsystems, Santa Clara, CA, USA) 
equipped with dedicated fusion software (Syntegra, version 
2.1 J, Philips, Milpitas, CA, USA). The FDG-PET/CT images 
were then analyzed by three investigators (one nuclear medi- 
cine radiologist and two neurologists); any disagreements 
were resolved by consensus. First, the transaxial and sagittal 
FDG-PET/CT images were examined visually for the pres- 
ence of abnormal metabolism in the carotid system. Carotid 
sonograms and MR or X-ray contrast angiograms were also 
examined in order to confirm that the FDG uptake was from 
plaque areas in the stenotic carotid arteries. On the transaxial 
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co-registered FDG-PET/CT images, FDG uptake was mea- 
sured by drawing regions of interest (ROIs) in the plaque ar- 
eas. The FDG uptake was quantified by measuring standard- 
ized uptake values (SUVs): the decay-corrected tissue con- 
centration of FDG (kBq/mL) divided by the injected dose per 
body weight (kBq/kg). Maximum SUVs (maxSUVs) were 
calculated using maximum pixel activity values within the 
ROI in the area of the greatest FDG uptake. In the absence of 
a definite plaque or stenosis, maxSUVs were calculated in the 
carotid bulb area, which is known to be a predilection site for 
atheroma formation. 25 

Statistical analysis 

Comparisons of continuous variables between groups were 
performed using the Mann- Whitney test. Chi-square or Fish- 
er's exact tests were used to compare proportions between 
groups. When dichotomization was needed, variables were 
split at the median to form high and low groups. Spearman's 
correlation was used to determine how two variables were 



related. All statistical analyses were conducted using a soft- 
ware package (SPSS 18.0, Chicago, IL, USA). The level of 
statistical significance was set at p<0.05. 

Results 

Patient characteristics 

Detailed demographic and clinical characteristics of the 27 
patients enrolled in this study are presented in Table 1 . The de- 
gree of angiographic stenosis, measured by using the North 
American Carotid Endarterectomy Trial (NASCET) method, 26,27 
was greater in patients with recently symptomatic carotid pla- 
ques (67. 5 ±2 1.5%) than in patients with chronic carotid ste- 
nosis (32.4±26.8%, ^=0.002). The level of high-sensitivity C- 
reactive protein tended to be higher in the recently sympto- 
matic stenosis group (0.84 ±1.01 mg/dL) than in the chronic 
stenosis group (0.14±0.08 mg/dL), but the difference did not 
reach statistical significance (p=0.694). After FDG-PET imag- 
ing, ten patients in the recently symptomatic stenosis group 



Table 1. Clinical profiles of the recently symptomatic stenosis and chronic stenosis groups 



Parameter 



Carotid artery stenosis 



Recently symptomatic (n=14) 



Chronic (n=!3) 



Age (years) 
Male 

Body mass index (kg/m 2 ) 

Blood glucose level (mg/dL) 

Hypertension 

Diabetes mellitus 

Current smoking 

Hyperlipidemia 

Total cholesterol (mg/dL) 

LDL cholesterol (mg/dL) 

Triglycerides (mg/dL) 

HDL cholesterol (mg/dL;n=l4& 10) 

HbAlc (%) 

hs-CRP (mg/dL) 

Statin (n=l4or 13) 

Other medications (n=l 4 or 1 0) 

Aspirin 

Cilostazol 

Clopidogrel 

Aspirin+cilostazol 

Aspirin+clopidogrel 

Angiotensin receptor blocker 

ACE inhibitor 

Calcium channel blocker 

Other antihypertensive agent 



71.8±8.6 
8 (57.1%) 
24.5±4.3 
104.9±28.9 
13 (92.9%) 
5 (35.7%) 

4 (28.6%) 

5 (35.7%) 
173.5±46.9 
112.5±41.0 
117.9±49.2 

44.7±13.8 

6.1 ±0.9 
0.84±0.93 
7 (50.0%) 

10 (71.4%) 
4 (28.6%) 

10 (71.4%) 
2 (14.3%) 
7 (50%) 

0 (0%) 

1 (7.1%) 
1 (7.1%) 
1 (7.1%) 



68.9±9.0 
9 (69.2%) 
23.3±2.5 
95.5±1 1.8 
12 (92.3%) 

4 (30.8%) 

5 (38.5%) 
4 (30.8%) 

177.3±41.4 
118.9±31.0 
144.2±65.1 
44.57±9.0 
6.7±1.3 
0.14±0.08 
4 (30.8%) 

9 (90%) 
1 (10%) 
7 (70%) 
1 (10%) 
7 (70%) 

1 (10%) 
0 (0%) 

2 (20%) 
2 (20%) 



0.35 
0.52 
0.46 
1.00 
0.96 
0.79 
0.59 
0.79 
0.76 
0.65 
0.25 
0.61 
0.24 
0.69 
0.31 

0.27 
0.27 
0.94 
0.75 
0.33 
0.23 
0.34 
0.35 
0.35 



Data are mean±SD or frequency (%) values. 
*Mann-Whitney test, chi-square test, or Fisher's exact test. 

ACE: angiotensin-converting enzyme, HbAlc: glycosylated hemoglobin, HDL: high-density lipoprotein, hs-CRP: high-sensitivity C-reac- 
tive protein, LDL: low-density lipoprotein. 
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and three patients in the chronic stenosis group underwent 
carotid stenting by experienced neurosurgeons; there was no 
periprocedural neurological deterioration. The other variables 
did not differ between the groups. During the follow-up period 
(median=39 months), no patient experienced stroke recurrence 
and one patient died of known stomach cancer. 

Lower lesional GSMs on DUS in patients with 
recently symptomatic carotid plaques 

Lesional GSMs on the carotid DUS were lower in the recently 
symptomatic stenosis group (n=9, 28.2±10.0) than in the ch- 
ronic stenosis group (h=8, 53.9±14.0,/>=0.001). Eight patients 
in the recently symptomatic stenosis group (80%) and one in 
the chronic stenosis group (12.5%, p=0. 015, Fisher's exact 
test) had GSMs lower than 39, which was the median value of 
all 17 patients (Fig. IB). 

Higher lesional/contralesional maxSUV ratios 
in patients with recently symptomatic carotid 
plaques 

As shown in Fig. 1C, lesional maxSUVs on the carotid FDG- 



PET did not differ between the recently symptomatic stenosis 
group (h=14, 1.56±0.53) and the chronic stenosis group (n= 
13, 1.56±0.34, j p=0.65). 

However, the percentage ratios of the lesional to contrale- 
sional maxSUVs (maxSUV ratios) were higher in the recent- 
ly symptomatic stenosis group (113±17%) than in the chron- 
ic stenosis group (98±10%,/?=0.017); none of the 13 patients 
in the chronic stenosis group had a maxSUV ratio higher than 
113%) (Fig. ID). The use of target-to-background ratios 28,29 to 
adjust for the SUV in the jugular vein did not change the 
study results (data not shown). 

No overall significant correlations between 
angiographic stenosis, DUS echodensity, and 
FDG-PET SUV 

NASCET 26 27 degrees of angiographic carotid stenosis (Fig. 1 A) 
tended to correlate inversely with lesional GSMs (p=-0.462, 
/>=0.062); there was a trend toward a significant negative cor- 
relation in the recently symptomatic stenosis group (p=-0.617, 
/?=0.077) (Fig. IE) but not in the chronic stenosis group (p= 
-0.228, p=0.588). There was no correlation between the de- 




Fig. 2. Symptomatic echolucent plaques 
having a higher FDG-PET uptake than 
asymptomatic mixed-echoic plaques. 
Diffusion MRI reveals embolic cortical 
and subcortical infarcts in the right he- 
misphere (A). Conventional angiogra- 
phy (B) and DUS (C and D) show that the 
ipsilesional carotid plaque causing sig- 
nificant luminal narrowing (B, *) has mo- 
stly a low echodensity (C, yellow arrow- 
heads). Compared with the culprit pla- 
ques with a high FDG uptake (E, yellow 
arrows), no FDG-PET signal is evident 
in the contralateral carotid artery with 
asymptomatic plaques (E, white arrows) 
having mixed echodensity on DUS (D, 
white arrowheads). DUS: duplex ultraso- 
nography, ICA: internal carotid artery. 
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gree of stenosis and the lesional maxSUV, either overall and 
within each group (all /?>0.05). There were no significant 
correlations between lesional GSMs and lesional maxSUVs 
or maxSUV ratios (p=-0.191 and /f=0.462, and p=-0.264 and 
p=0301, respectively). However, lesional GSMs were corre- 
lated with lesional maxSUVs in the chronic stenosis group 
(p=-0.802,/>=0.017) (Fig. IF) but not in the recently symp- 
tomatic stenosis group (p=-0. 154,^=0.589). 

In the recently symptomatic stenosis group, four of the eight 
patients who were not indicated for carotid endarterectomy 
according to the NASCET criteria 26 ' 27 had high FDG-PET 
maxSUV ratios (>113%). Three of these four had low GSMs 
(<39). GSM was also low in three of the four patients who 
were not indicated for the surgery and had low maxSUV ratios 
(<113%). 



• • # 



Representative cases illustrating that 
angiography, DUS, and FDG-PET may 
complement each other 

Fig. 2 shows that symptomatic echolucent plaques had strong 
FDG uptake, which was not the case in the contralateral as- 
ymptomatic mixed-echoic plaques. However, as shown in Fig. 
3, FDG-PET uptake could be higher in asymptomatic plaques 
than in the contralateral symptomatic plaques. In some pa- 
tients, strong FDG uptake was focally restricted to a culprit 
plaque (Fig. 4); in other patients, FDG uptake was diffusely 
scattered (Fig. 5) in the CCA as well as in the carotid bulb and 
ICA. Our qualitative and quantitative data suggest that each 
imaging modality has something to contribute - in a comple- 
mentary fashion (Fig. 6) - to the clinical estimation of carotid 
plaque vulnerability. 





Fig. 3. Asymptomatic plaques with a relatively high FDG-PET uptake. Diffusion MRI shows that cortical and subcortical infarcts are scat- 
tered in the left hemisphere (A). Conventional angiography (B) and DUS (C and D) show that ipsilateral carotid plaques with significant lu- 
minal narrowing have low and mixed echodensity (C, yellow arrowheads). Compared with the culprit plaques (E, yellow arrows), contralat- 
eral echogenic plaques on DUS (D, white arrowheads) have a relatively high FDG uptake (E, white arrows). DUS: duplex ultrasonography. 




Fig. 4. Focal FDG-PET uptake restricted to a distal portion of a stenotic carotid artery lesion. Diffusion MRI shows embolic cortical border- 
zone infarcts in the left hemisphere (A). FDG uptake is restricted to the distal end of the diffusely stenotic left proximal internal carotid artery 
(B and C; red arrows and red arrowhead, respectively). 



www. thejcn. com 181 



Complementarity between Carotid Imaging Modalities 



DisCUSSiOfl comprehensively describe the multimodal imaging character- 

istics of recently symptomatic carotid plaques within 1 month 
To the best of our knowledge, this is the first clinical study to of embolic infarction, versus matched chronically stenosed 




Fig. 5. FDG-PET uptake not restricted to the most stenotic area of a symptomatic carotid artery. Diffusion MRI (A) and conventional angiog- 
raphy (B) show an ischemic infarction in the left frontal cortex, probably due to embolism from the severely stenotic atheromatous lesion in 
the left proximal ICA (B, red arrowhead), where strong FDG-PET uptake is evident (C, red arrows). However, similarly strong FDG-PET up- 
take is evident in the bilateral CCAs (C, blue arrows) and contralesional asymptomatic ICA (C, yellow arrow). CCA: common carotid artery, 
ICA: internal carotid artery. 




Fig. 6. Complementarity between carotid imaging modalities. Diffusion MRI shows that several subcortical infarcts are scattered in the left 
hemisphere (A). On CT angiography, the proximal left ICA appears occluded (B, white arrowhead to yellow arrow). However, on carotid 
DUS, cephalad arterial flow is evident inside the lumen (*) distal to the distal edge (C, yellow arrow) of the patent but severely stenotic ICA. 
DUS also visualizes three echolucent plaque areas (D): below *, #, and white arrowhead. FDG-PET/CT reveals that the distal-most of the 
three plaques (corresponding to below * in D) has a strong FDG uptake (E). White arrowheads and yellow arrows (B-E) point, respectively, 
to the same proximal and distal locations in the left ICA. DUS: duplex ultrasonography, ICA: internal carotid artery. 
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controls. All of our ischemic cases were confirmed by diffu- 
sion MRI and had strong evidence from angiography to link 
them to carotid disease as the cause of the infarct. Quantitative 
analyses demonstrated that there were no overall significant 
correlations between angiographic stenosis, ultrasonographic 
echodensity, and FDG-PET uptake, although subgroup analy- 
ses revealed some correlations. Qualitative case analyses us- 
ing the combined imaging datasets showed that the conven- 
tional anatomic imaging and FDG-PET molecular imaging 
could complement each other. These findings suggest that a 
multimodal approach rather than a single-modality approach 
should be applied to stroke-risk assessment. 

The ultrasonographic echodensity was significantly lower 
in recently symptomatic carotid plaques than in chronic pla- 
ques, a finding that is consistent with the known pathophysiol- 
ogy of plaques with a large lipid necrotic core being more 
prone to rupture. 919 ' 30,31 Despite significant intergroup differ- 
ences with regard to the degree of carotid stenosis, lesional 
FDG-PET maxSUV values did not differ between the culprit 
plaques of patients with a recent stroke and the chronic pla- 
ques of control subjects. Hypothetically, 'rupture-prone' pla- 
ques of chronic asymptomatic patients could have maxSUV 
values that are as high as 'ruptured' plaques of recently symp- 
tomatic patients. Thus, it was necessary to use internal con- 
trols and express the data as ratios of the lesional to contrale- 
sional maxSUV, in order to separate recently symptomatic 
from chronic patients. This very likely reflects the reality that 
atherosclerosis is a diffuse systemic disease with focal mani- 
festations. 

The relatively high lesion-to-contralesional maxSUV ratios 
in the recently symptomatic patients compared with the ch- 
ronic patients is in line with a recent study 32 on a group of 33 
patients with stroke, transient ischemic attack, or transient mo- 
nocular blindness (median=46 days), which showed that FDG 
SUV differed between asymptomatic and symptomatic pla- 
ques, both of which were from the same patient group. A sig- 
nificant negative correlation between GSM values and FDG 
SUV was also reported, while GSM did not differentiate the 
asymptomatic from symptomatic plaques. In contrast, the fi- 
ndings of the present study were similar to other previous re- 
ports 32 of differences in lesional GSMs between recently symp- 
tomatic and chronic stenosis patients. In addition, the lesional 
GSMs were correlated with the corresponding lesional max- 
SUVs 32 only in the chronic stenosis group. Previous studies 
showed that FDG uptake may not entirely reflect plaque in- 
flammation, 2 1,22,33,34 inflammation may not always cause pla- 
que rupture, 19,35 and plaque rupture can heal spontaneously 
without clinical event. 6,7,19,36 Together these divergent findings 
suggest that comprehensive datasets from DUS and other clin- 
ical investigations, as well as FDG-PET complement each 



other with respect to the stratification of plaque vulnerability. 

As reported previously by ourselves 2 and illustrated in the 
representative cases of the present study, there was correspon- 
dence but also some informative divergence between anatomic 
imaging that offers primarily structural information and mo- 
lecular imaging that provides underlying molecular informa- 
tion on the pathologic processes. Asymptomatic plaques or 
chronic stenotic arteries could have high FDG uptake, while 
recently symptomatic plaques had low FDG uptake. Human 
atherosclerotic lesions have a large content of metabolically 
inactive components such as collagen, proteoglycans, calcifi- 
cation, lipid, and dead tissues. It is possible that earlier and 
more cell-dense lesions, including diffuse intimal thickening 
in the CCA or perhaps even fatty streaks, can be highlighted 
on FDG-PET images, but these lesions rarely, if ever, cause 
clinical disease. 21,37,38 These again suggest that FDG-PET 
might not be able to serve as a stand-alone technique for iden- 
tifying rupture-prone vulnerable plaques. 

The absence of a correlation between the angiographic ste- 
nosis and FDG-PET uptake supports the notion that inflam- 
matory plaques are not well identified by conventional mea- 
sures of stenosis. 23,39 However, it should be noted that high- 
grade carotid stenosis, particularly in association with angio- 
graphic or ultrasonographic luminal irregularity reflecting 
ulceration and thrombosis, 40 " 42 has been linked to a relatively ag- 
gressive clinical course, suggesting a role for anatomic imag- 
ing. We also found that high FDG uptake was often observed 
not in the whole area but rather only in a localized portion of 
a plaque (as illustrated in Figs. 4 and 6). In these cases, in ad- 
dition to acquiring the molecular information, it would be of 
critical importance to capture location-specific structural in- 
formation such as thickness of the overlying fibrous cap or the 
presence of an underlying large necrotic core in and around 
the area of FDG uptake. 

The small sample size and the use of controls not matched 
for age or sex could potentially have biased the results, which 
thus need to be interpreted with caution. In order to increase 
the power of lesional SUVs in discriminating recently symp- 
tomatic plaques from chronic plaques, we performed carotid 
FDG-PET during the early post-stroke period in a relatively 
homogeneous group of patients with carotid-origin embolic 
infarction and without other potential causes of stroke, which 
was carefully assessed by using diffusion MRI, angiography, 
and other methods of vascular work-up. However, this might 
have failed to compensate for the natural fluctuation of FDG 
uptake in chronic atheromata or treatment-related attenuation 
of inflammation in symptomatic atheromata. In addition, peri- 
carotid inflammation that was not related to atherosclerosis 
may have affected our results. Nevertheless, by using contral- 
esional ICA or atheroma as an internal control, we found that 
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the maxSUV ratios did differ between the acute/sub acute 
symptomatic stenosis and chronic stenosis groups. 

In summary, there were both correspondences and discrep- 
ancies between the carotid FDG-PET images and DUS or an- 
giography data, which suggests that molecular imaging and 
conventional anatomy-based imaging complement each other. 
Further studies with larger samples are required to determine 
whether a multimodal carotid imaging technique could im- 
prove current therapeutic decision-making processes in ath- 
erosclerosis clinic. Prospective studies on the prediction of fu- 
ture stroke risk 17 would be particularly informative for estimat- 
ing the clinical utility of multimodal carotid imaging techniques. 
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